IV. 8. (Vl)                              DATA OF HIGH DAMS IN INDIA

the canal to Poona, and its ex-
tension for domestic purposes. It
was the first of the large irrigation
dam built in the Deccan and was
completed in 1879. It was propos-
ed by and constiucted under the
direction of the late Col. Fife,
Royal Engineer after whom the
lake formed by the dani is named.
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